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A — for ſuppreſsing of light Golde. 
Hereas by Our Proclamatien dated the one and thirtieth day 


of Julp laſt, wee did expꝛeſſe Our p2incely care and earneſt defire to 
\}| reduce Our Golde Coine to one equall pute and balue,andtofozdeare 
the ſtamping ok any moze of thofe vnequall Coynes, which were 
found not to be ſo vſefullfoz Our Subietts; with this pꝛouiſion ne⸗ 
uertheleſſe, That ſuch as then were already toyned ſhouldcontinue 
| of the lame value they then were, allowing tertaine remedtes and a⸗ 
— pvatements vpon euerp piete greater oꝛ leſſer reſpectinely ; which Re- 

medies, if any piece ofthe ſaid Golde Copnes then already copned, chould be found to exteed, Wee 

gaue free libertie to all and euery Our louing Subtects, to refuſe the ſame in paiment at their 

will and pleaſure, thereby to take away (as much as poſſible might be) all oppoztumitie and en- 
couragement from offenders, to Clip, udaſh, and diminiſh the ſatd Coynes, which then were, and 

$4 now are generally much fallen by ſuch vnlawfull and wicked pꝛactiſes from their firſt true value 
and goodneſſe: All which Our Koyallcare and pzouiſionnotwithſtanding, tending ſo much to 

the weale ol Our people, we finde the ſame to beſo greatly neglected, as in ſteadofmaking vſe ol 

that liberty, which was then giuen them ofrefufingſuch light Golde moneys atoꝛe mentioned, as 

were without the xemedies allowed by Our ſaid Pzoclamation, they doe now foꝛ the moſt part 

accept in payments indifferently and pzomiſcuoufly all ſuch Coynes whatſoeuer, tendzed vnto 

them, without weighing oꝛ examining the true value and goodneſſe thereof, as were fit, and as 

they ought to doe: Which ſtrange negligence wee tn Our paincely wiledome and pzoutdence ton⸗ 

ſidering, and obſeruingthatneitherthe regard ol their ownemanifeſt loſſe and detriment, which 

they ſuſtaine by ſuch impaired and diminiſhed Coynes, noz Our earneſt deſire to haue them moze 
carefull, (not obſcurely intimated alſo in Our ſaid Pꝛotlamation) can any thing pꝛeuaile to haue ſs 

foule an abuſe redꝛeſſed, as with tare and diligence it might eaſily be. We therfoze not yet gining 

ouer the care and welfare ol Our louing Subiects, euen in their particular intereſts, but withall, 

entring into a moꝛe ſerious conſideration how far this great abuſe may tonterne the ſtate of Hur 

Realme in generall, by the continuall waſte and conſumption ot all the Eurrant Money within 

Our nealme, if ſome ſtricter courſe be not taken to pꝛeuent the miſchiefe , are now tonſtrained in 

regard of Hur Subiects long negligence of their owne commoditie , in lieu ol that which Our foz- 

mer Pꝛotlamation left in a maner to liberty and choite, to lay bpon Sur Sublects a Charge and 
Commandement, to actept and refuſe payment of the ſaid light Coynes incerteine caſes, and bp- 

on certeine conditions, but with that moderation e reſpect, as ſhall by a very ſmall pzeſent dam⸗ 

mage pꝛeuent all miſchiefes that tan * Andtherkoze yoe here 


e 
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a Suren hr 6 ha ate comm merge Oe ee, 
That no manner of perſon oꝛ perſons within this Dur Reatme-of Ex 
Midſomer nexttomming in any County of Our Realmedoe pꝛeſumt to take 02 — 
luer in payment any piete of Pur gold Coyne currant within this Realme, and fozmerly by Us 
aduanted at the rates afoꝛeſayd, being clipped, wached oꝛ by any other means vnlawfutly dimini⸗ 
ched, oꝛ lacking of the inſt weight thereof, other wile then attoꝛding to the Rateshereafter ſeue⸗ 


292 1 and with the alla wante ofthe remedies ſet downe in Our fozmer Pꝛaclaniation, 
Sto ſay, 


33. ſhillings, + graines and a halſe. 
22 ſhillings, graines. 
In euery piece of |16.ſhillings 6. pence, | The remedie ſhall fa 2. graines and a halte. 
golde currant ſor j ii. ſhillings, not exceede 1. graines. 
5. Millings 6. pence, | 1. graine. 
2. ſhillings 9 pence, |  Halteagraine, 


AU which remedies ſhall be allowed in euery piete accozdingly, and no deduction oꝛ abate- 
ment to bee made foz theſame , but to paſſe as if it were of full weight and iuſt valew. But 
if auy luch piete ok Coyne, lacking of his true weight aboue the ſayd remedies be loꝛe expꝛeſſed, 
ſhall from t after Midlomer next comming be offered in payment by any perſon oꝛ perſons with 
in this Pur Nealme, Our will and pleaſure then is, that foz ſo many grapnes mozeo2 leſſe as 
| the piece ſhall belighter then theremedie, ſo as afozeſaydallowed,euerie perſon oꝛ perſons, that 
ſo offereth the ſame in payment, ſhall alſo at the ſame time pay and allow, after the rate of two 
pence the graine to him that receiueth it, foꝛ euerp graine wanting abouethe remedies reſpectine- 
ly ; And euerie perſon oz perſons, to whom the ſame is offered to ber payd with thoſe allo wan⸗ 
tes, ſhall accept the ſame in payment as if the lame were full and in ht, any thing tontemed 
in Our foꝛmer Pꝛoclamation to the contrary notwithſtanding, Pꝛoulded al wapes, that if any 
ſuch piece of Gold, ſo offered in payment after the time afozeſayd, ſhall want aboue the number 
of ſo many moꝛe graines then are allowed foz the remedies reſpectiuelp, as it the piete of twenty 
and two ſhillings ſhall want moꝛe then thꝛee graines aboue the remedie allowed, oꝛ the piete of 
eleuen ſhillings moꝛe then two graines abone the remedie e ſo of all the reſt reſpectiuely; Then 
Our Royall will and plealure is that in all payments betweene partie and partie, the ſame ſhall 
not onely be refuſed without all redemption, but that euery perſon and perſons to whom ſuch 
tender of payments ſhall be made. ſhal bꝛand the ſame, by ſtriking a hole, at his e their pleaſure, in 
euerie of the ſaydpieces lo offered in payment, as likewiſe of any other piece that ſhall be found 
ſowdered oz bnlawfully imbaled ; rendzing choſe pietes ſo ſtricken thozow, then pzeſentlyafter- 
wards to the Owners therof againe accozdingas was ozderedby a Pzoclamation made by Our 
Deare Siſter the late Queene Elizabeth in the nine # twentieth yeere of her reigne vpon the like 
occaſion.P2outdedalſo and We doe hereby declare Our intention and expꝛeſſe pleaſure to bee, that 
if any of Our louing Subiects ſhall hereafcer bzingany Gold to be toyned at Our Mint. hee and 
they chall haue a iuſt & full returne thereof, without diminution,by waight, oꝛ by number, at the 
election of him, that ſhall recetue the ſame actoꝛding to our foꝛmer Pꝛotlamation, dated the one x 
thirtieth day of July laſt, deducting foꝛ the Coynage; Aſſuring Our Sele, that inte Me haue here⸗ 
by giuen ſo large and ſufficient a time foꝛ Our good Sublects to dilabuſe themſelues by ridding 
their hands of thoſe light pietesol Gold which deteiue and endammage the whole Kingdome, 
they will betwirt the Date or this Pzoclamation andMidſomer ſo pzoutde, by timely ſending in 
ofthat Copne into Our Mint, as map beſt ſtand with their indemnitie, left that the glut ofma- 
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1 them, fince wee are refviued (fo; the cendercare Be haneof our cu 
(ects good) that this our Pzoclamation ſharde put to a realland full execution, 

And wheteas dy Our ſaid fozmer Pzoclamiation, we were pieaſed to notifle vuto all Our lo- 
nung mubietts how careful we were(after the example ine wie of Our lad beate Ser the late 
ueeue in th taid nine and tiventyeth yeare ol her Raigne) to ge onder to the Paſterof Out 
Pine, foz pzeparing a ſufficient number ol tuſt waights and ballances, with true and vpoight 
graines and halle gratues os the remedtes and abatements afozeſaed.tohaue them ina 
befoze the lirſt ol September laſt paſt, to be delnered at reaſonable pzices, to de rated by 
Commiſſioners fo; Our Treafury,oz Treaſurerof England, fozthe tunebeing , to an . 
Subtects as ſhould require the ſame, with expzelſe tommandement, that the chiefe Oficersta 
all Oar Cities, Bozoughes, and Townes Coꝛpoꝛate of this Sur ReaimeofEngiand, and 
Pzincipalitie of wales, ſhould befoꝛe the laſt day of September laſt paſt, pꝛouide to haue one patre 
ol the lad waights ſufficient at the hands of the ſaid Maſter ofour Mint, within eneryſuch City, 
BWozough,and Towne coꝛpoꝛate, well and ſafely to be kept, ſoꝛ tryall of the waight of the ſaide 
Coynes, as ottaſion ſhalbe : vo hich neuertheleſſe, me vnderſtandis negletted and though the ſaid 
Matter ot᷑ Pur int, hath pertoꝛmed that which belonged to his dutie and office,in ntaking pze- 
paration accozding as we tnioyned him, and that the lam waights and ballantes are reaſons- 
bly rated by our Commiſſioners foꝛ the Treaſury, Bet hath not any oꝛ very few, repaired bunte 
him fo: ſuch ballantes and waights;By meanes whereof, al Our endenour and Pzincely tare 
fo; the good and weate of our Subtects in this particular, is likely to bee fruſtrated and of little 
efkett. We doe therekoze hereby once againe, lay our erpzeſſe charge and commandement vpon 


all the ſad chiefe Pfficere af Our Cities. Bozoughes, and To 
Reaime of England, and Pzincipalitie of ales, that befoze the foure and ebengiet) bee of 


Jane next, they doe without falle pꝛouide themſelues of ſuch waights and ballances with bp- 
right graines and halle graines, which woe haue cauſed to bee marked and ſtricken with an 
I crowned, at the hands of the Maſter ol Our Mint to be ſalely kept within enery ſuch Citie, 
Eorough, and Towne cozpozate, accozdingasin Our foxmer Pzoclamation it is ozdered:And 


we ſtraightly foꝛbid all Our Subietts and others whatſoener,to haue,oz ble anyother Wwaights 
then as afozeſaid fs; the ſaid Coynes of Gold, remedies, ozabatements , os any ot them, asthey 


wul anſwere the contrary at their vitermoſt pertll, 
Giuen at Newmarket, the ſeuenth day of February, in the ſeuenteenth yeare of Our 
Raigne of Great Britaine, France, and Ireland. 


God ſaue the King. 
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